Limited Warranty 

Revolve Design warrants to the original consumer or other end-user pur- 
chaser that this product is free from defects in materials and workmanship 
for a period of one year from the date of purchase. D uring the limited war- 
ranty period, and upon proof of purchase, the product will be repaired or 
replaced (with the same or a similar model) at our option, without charge 
for either parts or labor. N ote that the replacement part may be new or 
refurbished and the replacement product may be a like new product. 

This warranty shall not apply if the product is modified, tampered with, 
misused or subjected to abnormal working conditions. This warranty does 
not cover physical damage to the surface of this product, including cracks 
or scratches. This warranty does not apply when the malfunction results 
from the use of this product in conjunction with accessories, products or 
ancillary or peripheral equipment outside of the Power U niM ount product 
line, and where it is determined by Revolve D esign that there is no fault with 
the product itself. Revolve Design is not responsible for damage to any 
device that is used in conjunction with the Power U niM ount System such 
as the Palm, Symbol or H andera handheld or for any data that may be dam- 
aged or lost while using this product. 

Repair or replacement as provided under this warranty is the exclusive rem- 
edy of the purchaser. This warranty is in lieu of all other warranties, express 
or implied, including any implied warranty of merchantability or fitness for 
a particular use or purpose, and Revolve D esign shall in no event be liable 
to purchaser for indirect or consequential damages of any kind or charac- 
ter. Some states do not allow the exclusion or limitation of incidental or 
consequential damages or allow limitations on how long an implied war- 
ranty lasts, so the above limitations or exclusion may not apply to you. This 
warranty gives you specific legal rights, and you may also have other rights 
that vary from state to state. 
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Power UniMount™ 




Power UniMount Charging and Charging/Serial Dock 

For use with Palmlll, PalmVII, Palmlllc, ml 00/1 05, Handera 330, 

TRGPro and SPT 1500 
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Power Unimount Overview 

(Palm III, PalmVII, mIOO/105, TRGPro and SPT1500) 

Congratulations on your purchase of a Power UniMount product, a high-performance "rechargeable" power 
solution for your PalmOS handheld computer. 

Power UniMount integrates an intelligent fast-charger into the proven UniMount design. Combined with 
the premium NiMH Battery Pack and replacement Battery Door, this system provides convenient in-device 
charging and the option of always-on operation. 

Compatibility 

There are four versions of Power UniMount, precision-engineered for 
Palm III family (Palm III, Hie, Illxe) / TRG Pro 
Palm VII, mlOO/105, Symbol SPT1500 

Note:Use of the Power UniMount does not involve any modifications to your PalmOS device, and 
does not void the manufacturer's warrantee. 

Installation 

1) Check that your Power UniMount includes the following: 

■ Power UniMount Mounting Device 

■ Battery Pack and Battery Door 

■ Cigarette Power Cable, PN S16cc for non Serial Power UniMount only. 

(1 10V AC Adapter PN S17AC also available). 
No cabling supplied with Power UniMount charging/serial dock. 

Note: HotSync your PalmOS handheld computer ( "Palm ") prior to proceeding. 

2) Remove Battery Door and alkaline cells from your Palm. Insert the NiMH Battery Pack into the battery 
compartment, guiding the "spring-end" in first (see red arrow on the Battery label). 

3) Cover the battery compartment with the replacement Battery Door. 

4) Insert your Palm into Power UniMount, connect to cigarette or AC Adapter and allow your Palm to 
reach a full charge, which will take a maximum of 3 hours. 

Operation 
General Use 

Charging starts as soon as you insert your Palm into the Power UniMount. Frequent small charges 
("top-ups") are OK, and won't reduce capacity on the Battery Pack (there is no memory effect). 
You can operate your Palm while it is charging in the Power UniMount. 

Software 

Your PalmOS device should be set for NiMH battery warning levels, either with a 3rd party application, or 
by doing the following: 

1) Tap the "Find" button in the "Graffiti" area to open the pop-up window with a text-input field. 

2) Using "Graffiti," enter the shortcut symbol J( . Then tap the graffiti screen twice. Then enter the 
number 7 — "Alkaline" will be displayed. 

3) Tap the "Cancel" button in the "Find" window. 

By repeating the above three steps, the display will cycle from "Alkaline" to "NiCad" to "Rechargeable 
Alkaline" to "NiMH." Once you see "NiMH" you are successfully set up. 

Note: Older versions of the Palm Operating System do not have "NiMH" as a setting. In this case, use 
"NiCad" instead. 



Maintenance 

The Power UniMount System is virtually maintenance-free. 

Don't allow the charging contacts on the Battery Pack or Power UniMount to get contaminated. Keep clean 
with a soft, dry cloth. Also, even though both the Power UniMount's charger circuit and the Battery Pack 
are protected against shorting, it is recommended that the charge contacts be protected from shorts. 
Regular recharging is recommended. The Battery Pack has a three-week shelf life in the Palm with a full 
charge. 

Note: Do not leave Battery Pack in Palm handheld without recharging for more than two weeks. 

CAUTION : Use UniMount charger PN S17AC only 

Batteries may explode if disposed of in fire 
Do not short circuit battery contacts 

Charger 

Performance Specifications 

Supply voltage: 8-16 VDC 
Supply Current: 11mA (idle) 

20mA (trickle) 

200mA (fast charge) 
Fast Charge time:7-100 minutes 
Operating temp.:-30 to +70C (approx. -20 to +160F) 

The 2.4 volt Battery Pack is rated to supply 700mAh for a minimum of 500 full cycles. This should be 
years of use for most people. 

LED Functions: Green flashing-No device in cradle, Steady Red-Charging, Steady Green-Battery full 

Power Unimount Overview 
(PalmIIIc and Handera 330) 

Please refer to charging documentation that came with your Palm III or Handera 330c. Power UniMount 
provides 5V to the on-board charger and battery built into your Palmlllcand 10.5v to the Handera 330. 



The optional RJ45 to DB9/DC Jack Adapter Cable available from Revolve Design may be used to connect 
your Power UniMount to peripherals that utilize DB9 serial connections to Palm handhelds, such as cell 
phones, modems and GPS receivers. Adapter Cable is wired non-null. 

Power UniMount Serial Dock Connection Pinouts 
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Caution - Symbol SPT1500 Users: Do not stare into beam. 



